FELD ENTERTAINMENT INC 

RINGLING BROS/BARNUM & BAILEY 


8607 WESTWOOD CENTER DRIVE 
VIENNA, VA 22182 


United States Department of Agriculture f pp .O 9 

Animal and Plant Health Inspection Service 


(INSPECTION REPORT) 


7250 custjd 
169263 inspjd 
5028 site id 


Customer ID: 7250 
Certificate: 52-C-0137 

Site: 001 

RETIREMENT FARM 

Inspection 

Type: ROUTINE INSPECTION 
Date: JAN-29-2004 


NO NONCOMPLIANCES NOTED ON THIS INSPECTION. 
INVENTORY - ASIAN ELEPHANTS - 10 
LAST INSPECTION - 20 FEB 2003 



Date: 

JAN-29-2004 

Date: 

JAN-29-2004 



